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Message Text 

UNCLASSIFIED 

PAGE 01 PARIS 07496 012052Z 
ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 CCO-OO PASO-OO /021 W 

079043 020535Z/13 

R 011943Z MAR 78 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 7986 

UNCLAS PARIS 07496 

E.O. 11652: N/A 
TAGS: BEXP FR 

SUBJECT: POST OFFICE REQUIREMENTS FOR LOW COST FACSIMILE 
EQUIPMENT 

TO: MR. ROBERT AKERS 

INDUSTRY MANAGEMENT, INSTRUMENTS 

HATHAWAY INSTRUMENTS INC. 

5250 EAST EVANS AVENUE 
DENVER, COLORADO 80222 
TEL.: 756-8301 

REF. YOUR TELEX DATED 2/27/78 

ALL INFORMATION CONCERNING SUBJECT INQUIRY CAN BE 
OBTAINED BY CONTACTING: 

MR. BRUSSOL, ENGINEER 
DIRECTION DES AFFAIRES INDUSTRIELLES ET 
INTERNATIONALES 

38-40 RUE DU GENERAL LECLERC 
92130 ISSY LES MOULINEAUX 
FRANCE 

TEL. 638 51 50 - TELEX: 202715 F TELDAII 

MR. BRUSSOL CAN BE CONTACTED BETWEEN 10 A.M. AND 
1 1.30 A.M. OR BETWEEN 2 PM AND 4 P.M. (LOCAL TIME). 

ABOVE INFORMATION WAS OBTAINED FROM MR. NAHON, ENGINEER 
RESPONSIBLE FOR NORTH AMERICA, DIRECTION DES AFFAIRES 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 PARIS 07496 012052Z 

INDUSTRIELLES ET COMMERCIALES . 

AMERICAN EMBASSY 
PARIS, FRANCE 
HARTMAN. 

NOTE BY OC/T: PASSED ABOVE ADDEE. 
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UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 01 mar 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978PARIS07496 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780095-0082 
Format: TEL 
From: PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 978/newtext/tl 978031 19/aaaadxjj.tel 

Line Count: 61 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 0cb4d1ba-c288-dd11-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 1 1 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3153597 
Secure: OPEN 
Status: NATIVE 

Subject: POST OFFICE REQUIREMENTS FOR LOW COST FACSIMILE EQUIPMENT TO: MR. ROBERT AKERS 
TAGS: BEXP, FR 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/0cb4d1ba-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 
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